ITEM # 
P/N 
DESCRIPTION 
QTY 
TYPE 


Bill of Materials 


110-2L Spare Parts Kit, REV. K 09/18/18 (2021) 


110-2L Spare Parts Kit, REV. K 09/18/18 
1 
Kit 
0 
AE817-110-2L Spare Parts Kit 


ES11101-1 
1 
Ea. 
1 
Compressor Drive Belt 


ES11002-1 
1 
Ea. 
2 
Drive Pulley 


ES50203-4 
1 
Ea. 
5 
Binary Pressure Switch, High Pressure 


SECO-7A4 
5 
Ea. 
6 
SECO Seal, 1/4 In. Aluminum 


SECO-7A6 
5 
Ea. 
7 
SECO Seal, 3/8 In. Aluminum 


SECO-7A8 
5 
Ea. 
8 
SECO Seal, 1/2 In. Aluminum 


SECO-7A10 
5 
Ea. 
9 
SECO Seal, 5/8 In. Aluminum 


95382 
2 
Ea. 
10 
Digital Thermometer 


7361 
1 
Ea. 
11 
Telescoping Mirror 


38392 
1 
Ea. 
12 
Telescoping Magnet (Alt: 37187) 


Page 1 of 1 


RELEASE DATE 2023.05.19 - REF ECR 525 


